Republic of tkePnil lppines 

UNIVERSITY OF THE PHILIPPINES SYSTEM - ADMINISTRATION 

Diliman, Quezon Citu 

ANNUAL PROCUREMENT PLAN 2014 





UNIT 


GOODS 


INFRASTRUCTURE 


PROFESSIONAL SERVICES 


TOTAL PER UNIT 


1 


Office of the President 


1,470,751.78 


0 


0 


PHP 


1,470,751.78 


2 


Office of the Vice President for 
Academic Affairs 


177,568.29 


0 


0 


PHP 


1 77 "ifiR 79 

±11 , JOO Z 3 


3 


Office of the Vice President for 
Administration 


303,668.09 


0 


0 


nun 
PHP 


303,bbo.09 


4 


Office of the Vicp Prp<;idpnt for 

Development 


2,900,000.00 


27,000,000.00 


3,000,000.00 


PHP 


32,900,000.00 


5 


Office nf thp Vicp Prp<;in1pnt fnr 

vi i ill \-> 1 LI 1 C V ILL rl Cj IuCI U IUI 

Planning and Finance 


117,737.97 


0 


0 


PHP 


117,737.97 


7 


Office of the Vicp Prp<;irlpnt fnr 

V hill, D I Lilt V ILC 1 1 C.jIUCI IL 1 Ul 

Public Affairs 


816,285.37 


0 


210,000.00 


PHP 


1,026,285.37 


c 
o 


Office of the Vice President for 

1 ocal Affaire 
Lcgd I Ml (alia 


547,550.00 


0 


0 


PHP 


547,550.00 


8 


Office of the Secretary of the 
University 




0 


0 


PHP 


519,325.09 




Office of the Faculty, Staff & 

^TiiHpnt Rp0fint 


CO 1 1C A O 








9 


Office of Admissions (OA) 


7,569,204.25 


16,050,000.00 


0 


PHP 


23,619,204.25 


10 


Office of Alumni Relation (OAR) 


3,483,828.75 


0 


0 


PHP 


3,483,828.75 


11 


Office of the Intprnatinnal 

V i I ILL L/l Lilt Mild 1 luLIUI IGI 

Linkages (OIL) 


627,196.08 


0 


0 


PHP 


627,196.08 


12 


University Center for Integrative & 
Dev't Studies (UCIDS) 


950,784.20 


0 


0 


PHP 


950,784.20 


13 


Center for Women's Studies (CWS) 


277,971.82 


0 


0 


PHP 


277,971.82 


14 


UP System Information Office 
(SIO) 


3,011,737.06 


o 


294,666.70 


PHP 


3,306,403.76 
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15 


UP Press 


6,180,898.00 


1,925,000.00 


0 


PHP 


8,105,898.00 


16 


Philippine Genome Centre (PGC) 


83,430,753.00 


0 


0 


PHP 


83,430,753.00 


17 


Office of Design and Planning 
Inniciatives (ODPI) 


1,161,399.37 


0 


0 


PHP 


1,161,399.37 


18 


Technology Transfer & Business 
Development Office (TTBDO) 


793,519.75 


0 


0 


PHP 


793,519.75 


19 


Information Technology and 
Development Center (ITDC) 


278,157,312.55 


0 


7,135,000.00 


PHP 


285,292,312.55 


20 


eUP Project 


235,237,342.55 


0 


32,567,586.00 


PHP 


267,804,928.55 




rdUdyOn 


55,000.00 


0 


0.00 


PHP 


55,000.00 


21 


UP System Budget Office (UPS 
Budget) 


1,857,286.36 


0 


0 


PHP 


1,857,286.36 


22 


UP System Accounting Office (UPS 
ACCTG) 


314,782.73 


0 


0 


PHP 


314,782.73 


23 


UP System Cash Office (UP Cash) 


134,417.00 


0 


0 


PHP 


134,417.00 


24 


UP System Supply & Property 
Management Office (SPMO) 


300,000.00 


0 


0 


PHP 


300,000.00 










GRAND TOTAL 


PHP 


718,578,572.76 



We hereby warrant that the total amount reflected in this Annual Procurement Plan to procure the supplies equipment and materials has been 
included in or is within our approved budget for the year. 



Prepared by 




ri ff BAGUS 

Acting Chief, Supply & Property Management Office 
Head Bids & Awards Committee Secretariat 
UP System 



Reccommending Approval: 

NESTOR O. RANESES 

Assist. Vice President for Administration 
Chairman, Bids & Awards Committee 
UP System 



Approv' 





ALFREjDO E. PASCUAL 

President 

Head of Procuring Entity 
University of the Philippines 



